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Assassin, 
Doctor Says 


Special to The Inquirer 

WASHINGTON. — A doctor 
who inspected the pictures and 
X-rays of the body 'of former 
President John F. Kennedy 
said that they “eliminate any 
doubt completely” about the 
Warren Com- 
mission’s re- 
port that Lee 
Harvey Os- 
wald fired all 
the shots that 
hit the Presi- 
dent. 

Dr. John K. 
Lattimer, of 
New York, 
gave his 
opinion in an 
interview Fri- 
night with a reporter for 
New York Times. 
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The physician was the first 
person outside of government 
kajjspices to see the pictures 
■and Xirays when he examined 
them|^!riday in ; the Rational 
' Archives here. " He :*waS' per- 
mitted to see them by the 
family of the assassinated 
President. 

The Warren Commission 
found that when Mr. Ken- 
nedy was slain on Nov. 22, 
1963, while riding in a motor- 
cade in Dallas, Tex., Oswald 
did all the shooting. 

The Kennedy family had 
guarded the X-rays, color, 
transparencies and black-and- 
white negatives taken during 
the autopsy so closely that 
they became a focus of con- 
troversy. 

Critics of the commission’s 
conclusions have charged that 
* the items could disprove its 
contention that Mr. Kennedy 
was hit by only two bullets 
shot from the rear of his 
motorcade. 


